Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 6/17/2010 1:48:58 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Salem, Sharon (DPH) [Sharon.Salem@state.ma.us] 

Subject: Pre bid walk through 


Jim and Sharon, 

Also at 10:00 on Tuesday a pre bid conference is scheduled for potential contractors to view the areas they 
will be renovating. We are required to make the site available for one conference so they have an opportunity 
to see the spaces and ask questions. We will need to take them through the area on the north side of the 
corridor NOT the lab. We will also need to let them take a look at 224 and 224A. Should take about 30 
minutes. Sorry for the short notice I forgot to mention this earlier. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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